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ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

075882 212200Z/73 

P R 212015Z MAR 78 
FM AMEMBASSY PANAMA 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 6196 
AMEMBASSY SAN JOSE 
AMEMBASSY SAN SALVADOR 

UNCLAS PANAMA 1885 


Message Text 


EO 11652: N/A 
TAGS: BEXP, PN, CS, ES 

SUBJECT: U.S. HOSPITAL AND MEDICAL EQUIPMENT CAALOG EXHIBITION 
REF: USDOC 05384 


1 . BELOW PRESENT STATUS PARTICIPATING FIRMS ACCORDING USDOC 


1ST DATED MARCH 3, 1978: 

2. FOLLOWING FIRMS PAID, BUT NOT SUBMITTED CATALOGS: 

A) EXTRACORPOREAL MEDICAL SPECIALITIES, INC. 

B) INTERNATIONAL PREGNANCY ADVISORY SERVICES. 

C) J.A. PRESTON CORP. 

D) WORLDWIDE ANESTHESIA ASSOCIATES. 

E) A.I.T. INTERNATIONAL. 

F) UNION CARBIDE CORP. 

LATTER, HOWEVER. PAID AND SUBMITTED FORM DIB-432. 

3. FOLLOWING SUBMITTED CATALOGS BUT NOT INCLUDED IN USDOC LIST: 

A) VIRCO MFG. CORP. 

B) STIMULATION LEARNING AIDS, LTDJM 

C) NUCLEAR DIAGNOSTICS, INC. 

D) TELEMEDIA, INC. 
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EJL NOTIFIER CO. 

F) ACUITY SYSTENSJN INC. 

G) KRAMER X-RAY CORP. 

H) CONCEPT INC. 

I) NERITAS LTD. 

J) NICOLET INSRUMENTS CORP. 
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